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HEALTH  DEPARTMENT. 
STAFF. 


I.  Spedding  Jones,  M.R.C.S.,  L.R.C.P.,  D.P.H., 

Medical  Officer  of  Health,  also  Assistant 
County  Medical  Officer  of  Health. 

J.  Hankey,  A.R.S.I.,  M.S.I.A.,  M.R.I.P.H.H., 

Sanitary  Inspector  and  Surveyor. 

A.  WARBURTON,  Cert.R.S.I., 

Additional  Sanitary  Inspector.  Appoint¬ 
ed  1st  March,  1938. 

Miss  M.  Constable, 

Medical  Officer’s  Clerk  for  both  Rural 
District  Council  and  County  work. 


J.  H.  Dawson, 

Clerk  to  Sanitary  Inspector. 


Council  Offices, 

Millom, 

June,  1939. 

To  the  Chairman  and  Members  of  the 
Rural  District  Council  of  Millom. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  pleasure  in  presenting  my  Annual  Report  for 
the  year  1938. 

1  he  general  health  of  the  community  was  quite  satis¬ 
factory  during  the  year. 

The  statistics  given  are  based  on  the  Registrar 
General’s  estimate  of  resident  population  mid  1938.  It  will 
be  noted  that  the  resident  population  is  slightly  less  than  it 
was  in  1937. 

The  Death  Rate  for  1938  is  lower  than  the  previous 
year,  and  the  Birth  Rate  is  slightly  higher.  The  Infantile 
Mortality  is  exceptionally  low  for  1938. 

These  vital  statistics  are  not  as  reliable  for  a  small 
area  like  this  as  they  are  for  districts  of  a  large  population, 
as  a  difference  of  one  or  two  births  and  deaths  recorded 
changes  the  birth  and  death  rate  considerably. 

It  is  pleasing  to  be  able  to  report  that  Water  and 
Sewage  Schemes  are  receiving  the  urgent  attention  of  the 
Council,  and  it  is  to  be  hoped  that  some  of  these  schemes 
will  materialise  during  1939. 

I  wish  to  express  my  indebtedness  to  the  Members 
of  the  Council  and  the  Members  of  the  staff  of  the  Health 
Department  for  the  way  they  have  supported  and  helped 
me  during  the  past  year. 

I  also  wish  to  express  my  thanks  to  Dr.  Kenneth 
Fraser,  the  County  Medical  Officer  of  Health,  for  his  help 
and  co-operation  in  matters  concerning  the  health  of  this 
district. 

I  am, 

Ladies  and  Gentlemen, 

Your  obedient  Servant, 

I.  SPEDDING  JONES, 

Medical  Officer  of  Health. 
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STATISTICS  AND  SOCIAL  CONDITIONS 
OF  THE  AREA. 


General  Statistics. 

Area  of  District  in  acres  ...  ...  ...  ...  90,911 

Registrar-General’s  estimate  of  resident  pop¬ 
ulation,  mid- 1938  ...  ...  ...  ...  11,400 

Number  of  Inhabited  Houses  (end  of  1938) 

according  to  Rate  Books  ...  ...  ...  3,351 

Rateable  Value  ...  ...  ...  ...  ...  £48,246 

Sum  represented  by  a  Penny  Rate  ..,  ...  £188 

The  I  ndustrial  position  in  Millom  deteriorated  during 
1938,  owing  to  slackness  of  trade  in  the  iron  industry  and 
the  consequent  damping  down  of  a  furnace  at  the  Millom 
Ironworks. 


The  Hodbarrow  Mining  Co.,  Ltd.,  Millom,  maintained 
steady  working  throughout  the  year,  and  the  building  of 
the  new  Tannery  at  Haverigg  for  the  West  Coast  Chrome 
Tanning  Co.,  Ltd.,  found  employment  for  approximately 
70  building  trade  workers. 

At  the  present  time  60  people  are  employed  at  the 
Tannery,  70%  men  and  30%  women,  and  it  is  hoped 
that  eventually  there  will  be  work  for  120 — 150  people. 

The  work  carried  on  in  the  outside  area  of  the  district 
is  mainly  agricultural. 

The  district  receives  quite  a  number  of  summer 

visitors. 

I  am  indebted  to  the  Officer-in-Charge  of  the  Employ¬ 
ment  Office  for  the  following  figures  showing  the  number 
of  unemployed  in  the  Millom  Area  : — 

Men  Boys  Women  Girls  Total 
17/  1/1938  ...  374  ...  10  ...  38  ...  14  ...  436 

"'12/12/ 1938  ...  412  ...  17  ...  37  ...  19  ...  485 
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Vital  Statistics  for  the  District. 


Total. 

Live  Births — Legitimate  149 

Illegitimate  6 

Birth  Rate  per  j  ,000  of  estimated 
resident  population  :  13.59. 


Males  Females. 
68  81 

5  1 


Stillbirths — Legitimate 
Illegitimate 

Rate  per  1 ,000  total  Live  and 
Stillbirths  :  60.6. 


8 

2 


5 


3 

1 


Deaths—  163  91  74 

Death  Rate  per  1 ,000  of  the 
estimated  resident  popula¬ 
tion  :  14.47. 


Deaths  from  Puerperal  Causes  1  1 

Death  Rate  of  Infants  under  1  year  of  age: — 

All  Infants  per  1,000  live  births  ...  ...  38.7 

Legitimate  Infants  per  1 ,000  legitimate  live 

births  ...  ...  ...  ...  ...  40.26 

Illegitimate  Infants  per  1 ,000  illegitimate  live 

births  ...  ...  ...  ...  ...  Nil. 

Six  Infants  under  one  year  of  age  died  during  1938. 
The  following  were  the  causes  of  death  : — 

Pneumonia  ...  ...  3 

Convulsions  ...  ...  1 

Congenital  Malformation  ...  1 

Prematurity  ...  ...  1 


Deaths  from  Cancer  (all  ages) . 

,,  Measles  (all  ages) 

„  Whooping  Cough  (all  ages) 

M  Diarrhoea  (under  2  years  of  age) 


21 

Nil. 

Nil. 

Nil. 


99 
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Table  showing  the  Vital  Statistics  for  England  and  Wales 
as  a  whole  and  certain  Groups  in  the  County  of 

Cumberland. 


Birth  Rate. 

Crude 
Death  Rate. 

Adjusted 
Death  Rate. 

Infantile 
Mortality  . 
Rate. 

England  and  Wales 

15- 1 

1 1.6 

★ 

53- 

Administrative  County  of  Cum¬ 
berland 

I5.9 

13-5 

I3.O 

60. 

Urban  Districts  of  Cumberland 
(including  Boroughs  of 
Workington  &  Whitehaven) 

16.8 

13-5 

13.6 

54- 

Rural  Districts  of  Cumberland 

!5-2 

13.6 

I2.4 

64. 

Rural  District  of  Millom  ... 

13.59 

14.47 

12.58 

38. 

*  No  figure  available. 


GENERAL  PROVISION  OF  HEALTH  SERVICES 

FOR  THE  AREA. 


Laboratory  Facilities. — The  arrangements  reported  in 
previous  years  continue  to  give  every  satisfaction. 

Practitioners  in  the  Area  are  making  more  use  of  the 
facilities  offered  for  the  examination  of  pathological  spe¬ 
cimens  by  Dr.  Faulds,  Pathological  Laboratory,  Carlisle. 

Mr.  Stock,  the  County  Analyst,  continues  to  do  any 
necessary  water  analyses. 

Ambulance  Facilities. — The  arrangements  in  existence 
are  quite  adequate  for  peace  time  needs. 

The  Ambulance  of  the  Whitehaven  Joint  Ambulance 
Committee  continues  to  serve  the  Northern  part  of  the 
Area,  whilst  the  Ambulance  of  the  Millom  Ambulance 
Association  serves  Millom  and  adjacent  districts. 
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Nursing  in  the  Home. — The  appointment  of  a  second 
District  Nurse  Midwife  for  Millom  as  referred  to  in  my  last 
report  has  been  much  appreciated. 

Each  Nurse  does  three  months  Midwifery  duty  fol¬ 
lowed  by  three  months  general  nursing,  and  then  back  to 
midwifery.  This  arrangement  works  splendidly  and 
obviates  the  risk  of  the  District  Nurse  having  to  attend 
ordinary  cases  of  sickness  whilst  attending  midwifery 
cases. 

All  the  other  districts  in  the  Area  are  adequately  served 
by  District  Nurse  Midwives. 


Treatment  Centres  and  Clinics.  —  The  Treatment 
Centre  of  the  County  Council  at  80  Lapstone  Road,  Millom, 
continues  to  work  satisfactorily.  Since  September,  1938, 
we  have  been  without  a  resident  Health  Visitor  in  Millom, 
owing  to  the  difficulty  in  securing  the  services  of  a  pro¬ 
perly  qualified  person.  The  County  Nurses  from  other 
districts  are  doing  the  relief  work  in  the  meantime,  but 
they  have  been  unable  to  do  the  amount  of  home  visiting 
which  is  desirable. 


Hospitals,  —  Non-lnfectious  cases  requiring  hospital 
treatment  are  usually  dealt  with  at  the  North  Lonsdale 
Hospital,  Barrow-in-Furness,  and  the  Whitehaven  General 
Hospital. 

The  Whitehaven  Hospital  has  now  a  service  of  visiting 
Specialists.  The  Commissioner  for  Distressed  Areas  has 
promised  a  substantial  grant  towards  a  new  Hospital  for 
the  Whitehaven  District. 

The  temporary  arrangements  reported  last  year  for 
the  treatment  of  Infectious  Diseases  are  still  in  force.  The 
County  Council’s  scheme  for  adequate  Isolation  Hospital 
accommodation  was  approved  by  the  Ministry  of  Health 
towards  the  end  of  1938,  and  this  Council  is  now  working 
in  conjunction  with  neighbouring  Authorities  for  the 
formation  of  a  Joint  Hospital  Board.  When  the  new 
scheme  has  materialised  our  cases  will  be  dealt  with  at 
the  Ellerbeck  Hospital,  Workington,  and  the  temporary 
arrangements  now  in  force  will  cease. 


7 


SANITARY  CIRCUMSTANCES  OF  THE  AREA. 


Water. — At  the  time  of  writing  this  report,  there  are 
three  schemes  before  the  Ministry  of  Health  which  have 
been  prepared  by  Messrs.  Taylor  &  Wallin,  Civil  Engineers, 
Newcastle -on-Tyne,  for  an  improved  supply  of  water 
throughout  the  Area. 

The  Devoke  scheme  includes  a  supply  to  Eskdale, 
which  is  at  present  without  a  piped  water  supply,  and  the 
greater  part  of  the  mains  to  Seascale,  Drigg,  etc.,  are  to  be 
replaced  by  new  and  larger  pipes  with  an  extension  to  the 
Gun  Range  at  Eskmeals.  The  water  is  to  be  filtered  and 
chlorinated,  and  the  method  of  treatment  has  been  advised 
by  Mr.  Stock,  the  County  Analyst. 

The  Bootle  scheme  is  to  supply  the  village  of  Bootle 
and  Bootle  Hycemoor.  Similar  treatment  is  suggested  in 
this  scheme. 

The  third  scheme  is  for  the  treatment  and  chlorination 
of  the  water  from  Baystone  Bank  Reservoir  for  the  Millom 
supply.  It  is  to  be  hoped  that  these  very  necessary 
schemes  will  materialise  at  an  early  date,  so  that  the  dis¬ 
trict  may  have  the  advantage  of  the  substantial  help  which 
is  available  through  the  Commissioner  for  Distressed  Areas. 

With  regard  to  the  quantity  of  water,  there  is  practi¬ 
cally  an  unlimited  supply  at  Devoke.  The  question  of  a 
sufficient  supply  at  Bootle  has  been  thoroughly  investigated 
by  the  Engineers,  who  are  now  satisfied  there  is  sufficient 
for  the  requirements. 

Regarding  Millom  Supply  from  Baystone  Bank,  Mr. 
Wonnacott,  the  Rural  District  Council  s  Engineer,  informs 
me  that  the  Reservoir  gives  a  storage  capacity  of  40  days, 
which  in  his  opinion  is  not  enough. 

I  append  the  Analyst’s  reports  on  samples  taken  by 
this  Department  during  1938,  together  with  his  observa¬ 
tions. 
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County  Analyst’s  Office, 
Darlington, 

22nd  June,  1938. 

I  hereby  certify  that  I  have  analysed  the  undermentioned 
sample  of  Water  marked:  “  From  Hart  Linn,  The  Green,  Millom, 
14th  June,  1938.  1-0  p.m.,”  which  I  received  from  Mr.  J.  Hankey, 

Sanitary  Inspector,  Millom  R.D.C.,  on  the  15th  day  of  June, 
1938,  and  that  I  find  as  follows : — 


Chlorine  as  Chlorides 

Parts  per  100,000. 
1.7900 

Nitrogen  as  Nitrates 

.1925 

Ammonia 

.0045 

Albuminoid  Ammonia 

.0081 

Oxygen  Absorption  ... 

.0172 

Injurious  Metals 

N  one. 

Total  Solid  Matter  dried 

d 

o 

o 

o 

rH 

® 

...  13.0000 

pH  value  of  sample 
Temporary  Hardness 

7.1 

3.6  Degrees. 

Permanent  Hardness 

4.0 

)  J 

Colour  of  sample  on  Hazen  scale  ...  ...  6.0 

Appearance  of  sample  in  2  foot  tube  ...  Not  clear. 

Odour  when  heated  to  50°  C.  ...  ...  None. 

Lead,  dissolved  or  eroded,  after  24  hrs.  .045  part  per  100,000. 


Microscopical  Examination. 

Small  deposit  from  g  gallon,  consisting  of  earthy  matter, 
decomposing  vegetable  matter,  fungus  growths  and  one  or  two 
micro-organisms. 

Bacteriological  Examination. 

Number  of  colonies  on  Nutrient  Agar 

@  37°  C.  after  72  hours  ...  ...  1  per  ml. 

Number  of  colonies  on  Nutrient  Agar 

after  72  hours  @  20/22°  C.  ...  ...  3  in  4  ml. 

Presumptive  B.  Coli  Test  @  37°  C.  after 

72  hours  ...  ...  ...  ...  Negative  in  100  ml. 

Clostridium  Welchii  test  @  37°  C.  ...  Negative  in  40  ml. 

Observations. 

This  sample  affords  no  evidence  of  pollution  by  sewage  or  other 
foul  drainage,  and  the  results  of  the  bacteriological  tests  show  that 
it  is  of  a  high  order  of  organic  purity.  Although  the  sample  is 
potentially  plumbo-solvent,  the  amount  taken  up  is  well  within 
recognised  limits  of  safety.  The  sample  is  of  good  and  wholesome 
quality  for  human  consumption. 


Signed, — Cyril  J.  H.  Stock. 
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County  Analyst’s  Office, 

Dari  ington, 

22nd  June,  1938. 

I  hereby  certify  that  I  have  analysed  the  undermentioned 
sample  of  Water  marked:  “  From  Lowfield,  Silecroft,  Cumberland, 
14th  June,  1938,  12-30  p.m.,”  which  I  received  from  Mr.  J. 
Hankey,  Sanitary  Inspector,  Millom  R.D.C.,  on  the  15th  day  of 
June,  1938,  and  that  I  find  as  follows: — 


Chlorine  as  chlorides 
Nitrogen  as  Nitrates 
Ammonia 

Albuminoid  Ammonia 
Oxygen  Absorption 
Injurious  Metals 
Total  Solid  Matter  dried  @  100°  C 


Parts  per  100,000. 
2.5800 
.0467 
.0012 
.0082 
.0416 
None. 

9.0000 


pH  value  of  sample 
Temporary  Hardness 
Permanent  Hardness 


6.5 

.2  Degrees. 

2.0  .. 


Colour  of  sample  on  Hazen  scale  ...  ...  6.0 

Appearance  of  sample  in  2  foot  tube  ...  Not  quite  clear. 

Odour  when  heated  to  50°  C.  ...  ...  None. 

Lead,  dissolved  or  eroded,  after  24  hrs.  .095  part  per  100,000. 


Microscopical  Examination. 

Small  deposit  from  ^  gallon,  consisting  of  earthy  matter, 
decomposing  vegetable  matter,  some  fungus  growths  and  very 
many  micro-organisms. 


Bacteriological  Examination. 

Number  of  colonies  on  Nutrient  Agar 

@  37°  C.  after  72  hours 
Number  of  colonies  on  Nutrient 

after  72  hours  @  20/22°  C. 
Presumptive  B.  Coli  Test  @  37°  C.  after 
72  hours 

Clostridium  Welchii  test  @  37  C. 


Agar 


1  per  ml. 
3  per  ml. 


Positive  in  10  ml. 
Negative  in  40  ml. 


Observations. 

The  sample  affords  no  evidence  of  pollution  by  sewage  or  other 
foul  drainage,  but  the  results  of  the  microscopical  examination, 
together  with  the  fact  that  the  presumptive  B.  Coli  test  gives  a 
positive  reaction  in  only  10  ml.  of  sample,  indicate  that  there  is 
some  degree  of  contamination  by  surface  drainage.  If  this  defect 
can  be  remedied,  the  supply,  as  represented  by  the  sample,  will  be 
of  good  and  wholesome  quality  for  human  consumption.  The 
plumbo-solvent  action  falls  within  limits  of  safety,  but  as  the  pH 
value  shows  an  acid  reaction  it  would  be  advisable  to  correct  this 
by  suitable  treatment. 


Signed, — Cyril  J.  H.  Stock. 
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County  Analyst’s  Office, 
Darlington, 

7th  July,  1938. 

I  hereby  certify  that  I  have  analysed  the  undermentioned 
sample  of  Water  marked:  “  From  Cottage,  Meadow  View,  Holm- 
rook,  on  27th  June,  1938,  at  12-0  noon,”  which  I  received  from  Mr. 
J.  Hankey,  Sanitary  Inspector,  Millom  R.D.C.,  on  the  28th  day  of 
June,  1938,  and  that  I  find  as  follows: — 

Parts  per  100,000. 


Chlorine  as  Chlorides  ...  ...  ...  f.6400 

Nitrogen  as  Nitrates  ...  ...  ...  .0242 

Ammonia  ...  ...  ...  ...  ...  .0037 

Albuminoid  Ammonia  ...  ...  ...  .0043 

Oxygen  Absorption  ...  ...  ...  ...  .1163 

Injurious  Metals  ...  ...  ...  ...  None. 

Total  Solid  Matter  dried  @  100°  C.  ...  4.0000 


pH  value  of  sample  ...  6.4 

Temporary  Hardness  ...  None.  Degrees. 

Permanent  Hardness  ...  1.0 


Colour  of  sample  on  Hazen  scale  ...  ...  8. 

Appearance  of  sample  in  2  foot  tube  ...  Not  clear. 

Odour  when  heated  to  50°  C.  ...  ...  None. 

Lead,  dissolved  or  eroded,  after  24  hrs.  .08  part  per  100,000. 


Microscopical  Examination. 

Considerable  deposit  from  ^  gallon,  consisting  of  earthy  matter, 
decomposing  vegetable  matter,  fungus  growths,  micro-organisms 
and  starch  granules. 

Bacteriological  Examination. 

Number  of  colonies  on  Nutrient  Agar 

@  37°  C.  after  72  hours  ...  ...  5  per  ml. 

Number  of  colonies  on  Nutrient  Agar 

after  72  hours  @  20/22°  C.  ...  ...  3  per  ml. 

Presumptive  B.  Coli  Test  @  37°  C.  after 

72  hours  ...  ...  ...  ...  Positive  in  1.0  ml. 

Clostridium  Welchii  test  @  37°  C.  ...  Negative  in  40  ml. 


Observations. 

The  analysis  of  this  sample  affords  no  evidence  of  pollution 
by  sewage,  but  both  the  microscopical  examination  and  the  pre¬ 
sumptive  B.  Coli  test  give  some  indication  of  contamination  by 
impurities  derived  from  the  surface.  At  the  same  time  the  sample 
is  on  the  acid  side  of  neutrality,  and  it  is  plumbo-solvent.  If 
these  defects  can  be  remedied,  the  supply  will  be  of  good  and 
wholesome  quality  for  human  consumption. 

Signed, — Cyril  J.  H.  Stock. 
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County  Analyst’s  Office, 
Darlington, 

7th  July,  1938. 

I  hereby  certify  that  I  have  analysed  the  undermentioned 
sample  of  Water  marked:  “From  2  Mill  Brow,  Bootle,  on  the 
27th  June,  1938,  at  12-30  p.m.,”  which  I  received  from  Mr.  J. 
Hankey,  Sanitary  Inspector,  Millom  R.D.C.,  on  the  28th  day  of 
June,  1938,  and  that  I  find  as  follows: — 

Parts  per  100,000. 


Chlorine  as  Chlorides  ...  ...  ...  2.0300 

Nitrogen  as  Nitrates  ...  ...  ...  .0310 

Ammonia  ...  ...  ...  ...  ...  .0024 

Albuminoid  Ammonia  ...  ...  ...  .0085 

Oxygen  Absorption  ...  ...  ...  ...  .1552 

Injurious  Metals  ...  ...  ...  ...  None. 

Total  Solid  Matter  dried  @  100°  C.  ...  5.0000 


pH  value  of  sample  ...  6.0 

Temporary  Hardness  ...  None.  Degrees. 

Permanent  Hardness  ...  0.8 


Colour  of  sample  on  Hazen  scale  ...  ...  13. 

Appearance  of  sample  in  2  foot  tube  ...  Not  clear. 

Odour  when  heated  to  50°  C.  ...  ...  None. 

Lead,  dissolved  or  eroded,  after  24  hrs.  .18  part  per  100,000. 


Microscopical  Examination. 

Minute  deposit  from  g  gallon,  consisting  of  earthy  matter, 
decomposing  vegetable  matter,  fungus  growths  and  micro¬ 
organisms. 

Bacteriological  Examination. 

Number  of  colonies  on  Nutrient  Agar 

@  37°  C.  after  72  hours  .  54  per  ml. 

Number  of  colonies  on  Nutrient  Agar 

after  72  hours  @  20/22°  C . 56  per  ml. 

Presumptive  B.  Coli  Test  @  37°  C.  after 

72  hours  ...  ...  ...  ...  Positive  in  .01  ml. 

Clostridium  Welchii  @  37°  C.  ...  2  large,  4  medium,  7  small 

and  9  minute  colonies  in  40  ml. 


Observations. 

In  my  opinion  this  sample  is  not  of  satisfactory  quality  in  its 
present  condition,  chiefly  owing  to  the  unsatisfactory  results 
afforded  by  the  bacteriological  examination,  although  the  figure 
for  Chlorine  also  calls  for  some  explanation.  The  water  is  acid 
and  is  plumbo-solvent.  It  would  be  advisable  to  adopt  some 
method  of  treatment  in  order  to  eliminate  the  defects  disclosed  by 
this  analysis. 


Signed, — Cyril  J.  H.  Stock. 
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County  Analyst’s  Office, 
Darlington, 

7th  July,  1938. 

I  hereby  certify  that  I  have  analysed  the  undermentioned 
sample  of  Water  marked  “  From  15  Lapstone  Road,  Millom,  27th 
June,  1938,  at  12-30  p.m.,  which  I  received  from  Mr.  J.  Hankey, 
Sanitary  Inspector,  Millom  R.D.C.,  on  the  28th  day  of  June,  1938, 
and  that  I  find  as  follows : — 

Parts  per  100,000. 


Chlorine  as  Chlorides  ...  ...  ...  1.5400 

Nitrogen  as  Nitrates  ...  ...  ...  .0170 

Ammonia  .  .0035 

Albuminoid  Ammonia  ...  ...  ...  .0068 

Oxygen  Absorption  .0885 

Injurious  Metals  .  None. 

Total  Solid  Matter  dried  @  100°  C.  ...  4.0000 


pH  value  of  sample  ...  6.4 

Temporary  Hardness  ...  None.  Degrees. 

Permanent  Hardness  ...  1.4  ., 

Colour  of  sample  on  Hazen  scale  ...  ...  6. 

Appearance  of  sample  in  2  foot  tube  ...  Not  quite  clear. 

Odour  when  heated  to  50°  C.  ...  ...  None. 

Lead,  dissolved  or  eroded  after  24  hrs.  .059  part  per  100,000. 


Microscopical  Examination. 

Very  small  deposit  from  g  gallon,  consisting  o<f  earthy  matter, 
vegetable  debris,  fungus  growths  and  some  micro-organisms. 

Bacteriological  Examination. 

Number  of  colonies  on  Nutrient  Agar 

@  37°  C.  after  72  hours  ...  ...  8  per  ml. 

Number  of  colonies  on  Nutrient  Agar 

after  72  hours  @  20/22°  C.  ...  ...  11  per  ml. 

Presumptive  B.  Coli  Test  @  37°  C.  after 

72  hours  ...  ...  ...  ...  Positive  in  0.1  ml. 

Clostridium  Welchii  test  @  37°  C.  ...  2  large  and  7  minute 

colonies  in  40  ml. 


Observations. 

Although  this  sample  affords  no  conclusive  evidence  of  pollu¬ 
tion  by  sewage,  there  are  some  features  which  give  rise  to  criticism. 
The  sample  is  shown  by  the  pH  value  to  be  on  the  acid  side  of 
neutrality,  and  it  is  also  plumbo-solvent.  While  the  count  on 
Agar  at  37°  C.  and  20/22°  C.  is  quite  satisfactory,  it  is  undesirable 
that  a  water  used  for  drinking  purposes  should  be  found  to  give  a 
positive  reaction  for  Coliform  Bacillus  in  only  0.1  ml.  Although 
one  would  hesitate  to  condemn  a  sample  of  this  quality  out  of  hand, 
the  supply  could  be  improved  by  suitable  treatment. 

Signed, — Cyril  J.  H.  Stock. 
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County  Analyst’s  Office, 
Darlington, 


Dear  Sir, 


12th  July,  1938. 

Millom  and  District  Water  Supply. 


Further  to  my  reports  on  samples  of  water  taken  at  three 
points  in  this  supply  area,  all  of  which  are  dated  the  7th  July, 
1938,  I  have  now  received  details  of  the  gathering  grounds  from 
which  the  supplies  are  taken  into  service. 

Dealing  first  with  the  sample  from  15  Lapstone  Road,  Millom, 
this  is  derived  from  Baystone  Bank  Reservoir,  and  is  entirely 
untreated,  open  to  any  type  of  contamination  which  may  occur 
from  time  to  time  in  the  gathering  area. 

Reference  to  my  report  on  a  sample  from  this  reservoir,  dated 
the  13th  October,  1936,  shows  that  wide  variations  my  occur  in  the 
quality  of  the  water  as  judged  by  the  bacteriological  tests,  for  the 
sample  taken  on  the  27th  June  last  at  15  Lapstone  Road,  shows 
a  very  marked  deterioration  from  the  Baystone  Reservoir  sample, 
in  every  respect. 

This  may  be  the  result  of  heavy  rainfall  after  a  phenomenally 
dry  period,  but,  whatever  the  cause,  the  fact  remains  that  such 
variations  are  highly  undesirable  in  a  water  supply  intended  for 
human  consumption. 

The  sample  from  “  Cottage,”  Meadow  View,  Holmrook,  where 
the  water  is  obtained  from  Devoke  Water,  does  not  show  such 
marked  variations  when  compared  with  the  analysis  of  previous 
samples  from  that  source,  but  it  is,  nevertheless,  bacteriologically 
of  inferior  quality  when  compared  with  other  supplies  derived 
from  upland  gathering  grounds. 

Tire  third  sample,  from  No.  2  Mill  Brow,  Bootle,  is  of  decidedly 
unsatisfactory  purity  from  the  bacteriological  standpoint. 

No  supply  can  be  regarded  as  satisfactory  which  affords  results 
similar  to  those  given  by  this  sample. 

All  the  samples  recently  reported  upon  are  derived  from  sources 
which  are  absolutely  devoid  of  protection  of  any  kind  or  sort  from 
contamination  which  might  prove  to  be  of  a  very  dangerous 
character. 

With  recent  examples  of  the  pollution  of  water  intended  for 
human  consumption,  it  is  not  possible  to  say  that  any  supply  which 
does  not  comply  with  even  the  most  reasonable  standards,  is  of  a 
satisfactory  quality  for  drinking  purposes. 

Another  point  to  which  attention  must  be  drawn  is  the  pi  umbo- 
solvent  action  of  all  the  samples  recently  analysed. 

While  there  is  divergence  of  opinion  as  to  the  extent  to  which 
plumbo-solvency  may  be  ignored,  it  cannot  be  denied  that  if  a 
supply  is  rendered  not  only  bacteriologically  pure,  but  also  free 
from  a  tendency  to  act  upon  lead  service  piping  a  highly  desir¬ 
able  end  has  been  attained. 
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In  previous  reports  I  have  emphasised  my  complete  belief 
in  the  efficacy  of  the  method  of  purification  embodied  in  the  system 
known  as  mechanical  filtration,  and  I  have  not  altered  my  views 
in  that  respect. 

This  method  of  purification,  of  which  there  are  many  examples 
in  operation  in  the  United  Kingdom  to-day,  not  only  ensures  the 
delivery  of  a  completely  sterile  water  supply,  but  also  one  which 
is  less  likely  to  have  a  marked  plumbo-solvent  action,  and  I  should 
never  hesitate  to  recommend  its  adoption  in  the  case  of  any  type 
of  supply  intended  for  human  consumption. 

In  my  opinion  the  water  from  Baystone  Reservoir,  from 
Revoke  Water  and  that  from  the  Tank  which  serves  Bootle,  are 
all  open  to  highly  undesirable  contamination,  and  that  adequate 
means  should  be  taken  to  protect,  and  purify,  the  supplies  from 
these  sources. 

Yours  faithfully, 

Signed,: — Cyril  J.  H.  Stock. 

I.  Spedding  Jones,  Esq.,  M.R.C.S.,  etc., 

Medical  Officer  of  Health, 

Council  Offices, 

Millom. 

I  also  attach  notes  by  Mr.  Wonnacott  on  the  present 
position  regarding  water  : — 

Water  Engineer’s  Office, 

Millom, 

24th  May,  1939. 

Water  Engineer’s  Report  on  the  Millom  R.D.C.’s  Water  Supplies. 

Devoke  Supply. 

The  present  arrangement  of  the  Water  Supply  from  the  Lin- 
beck  Ghyll  is  not  a  satisfactory  one.  The  pipes  being  of  small 
carrying  capacity  and  in  an  incrusted  state,  they  are  incapable  of 
conveying  a  sufficiency  of  water  through  Carleton,  Holmrook  and 
Drigg  to  Seascale,  especially  in  the  summer  months  when  there  are 
large  numbers  of  visitors  in  the  district.  The  chemical  and  bacter¬ 
iological  analysis  of  the  water  is  not  satisfactory,  and  due  to  the 
intake  being  below  the  junction  of  Black  Beck  with  Linbeck  Ghyll, 
a  considerable  proportion  of  the  water  is  affected  by  a  large  area 
of  peat  on  Bran  take  Moss,  which  is  the  gathering  ground  for  Black 
Beck.  The  peat  discolours  the  water  badly  in  times  of  heavy  rains 
and  causes  the  water  to  be  of  an  acid  nature  generally,  and  renders 
the  water  plumbo-solvent.  In  the  new  scheme  the  intake  will  be 
above  the  junction  of  Black  Beck  on  Linbeck  Ghyll,  thereby  cutting 
out  this  unsatisfactory  water.  The  quantity  which  can  be  taken  is 
unlimited,  and  as  Linbeck  has  a  drainage  area  of  some  940  acres 
together  with  a  high  rainfall  (average)  there  should  be  an  ample 
water  supply.  With  a  Pressure  Filter  Station  near  the  intake  at 
which  the  water  will  be  treated  and  purified  the  incrustation  of  the 
mains  will  be  considerably  reduced,  and  as  new  and  larger  trunk 
mains  are  to  be  laid,  the  future  supply  should  be  entirely  satis¬ 
factory. 
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Bootle  Supply. 

The  present  arrangement  of  the  water  supply  at  Bootle  is  not 
satisfactory.  The  Blamire  Reservoir  is  supplied  with  water  from 
three  sources,  namely,  a  spring  adjacent  to  the  Reservoir,  a  spring 
on  Fellside,  and  from  Gibson’s  Spout  on  Crookley  Beck.  The 
Fellside  spring  water  is  very  unsatisfactory,  is  collected  through 
open  runners,  and  is  affected  by  a  peaty  sub-soil.  The  analyses 
are  not  satisfactory,  the  water  is  acid  in  nature,  plumbo-solvent, 
and  the  bacteriological  examination  generally  not  good. 

In  the  proposed  new  scheme,  water  will  be  taken  from  Gibson’s 
Spout,  of  which  there  is  as  far  as  Bootle  is  concerned,  an  ample 
supply  available,  and  also  from  the  spring  adjacent  to  Blamire 
Reservoir.  The  water  is  to  be  filtered  and  treated  by  Pressure 
Filters  and  the  resulting  water  supply  for  Bootle  should  be  entirely 
satisfactory. 

Millom — Baystone  Bank  Reservoir. 

The  present  Baystone  Bank  Reservoir  is  of  29,270,000  gallons 
capacity,  of  which  capacity  several  million  gallons  of  water  are  not 
available  for  consumption,  therefore  at  an  average  daily  con¬ 
sumption  of  500,000  gallons,  the  actual  storage  available  is  only 
40  to  50  days.  In  the  new  scheme  it  is  proposed  to  supply  Kirk- 
santon,  Silecroft  and  Whicham,  and,  with  an  increasing  trade 
consumption,  the  future  estimated  daily  consumption  will  be 
660,000  gallons,  reducing  the  storage  available  to  some  36  days. 
The  Reservoir  will  need  augmenting  by  an  additional  reservoir 
or  by  increasing  the  present  one,  or  by  other  means,  if  the  future 
storage  is  to  be  satisfactory.  The  actual  amount  of  storage  avail¬ 
able  should  be  from  120  to  160  days’  supply,  depending  upon  the 
average  rainfall,  to  ensure  a  reasonable  sufficiency  of  supply  of 
water  during  drought  years. 

Yours  faithfully, 

W.  J.  WONNACOTT, 

A.M.Inst.C.E.,  A.M.Inst. W.E. 


Drainage  and  Sewerage, — Messrs.  Taylor  and  Wallin 
have  been  engaged  by  this  Council  to  report  on  the  Sewage 
Disposal  throughout  the  area.  Up-to-date  they  have  pre¬ 
pared  Sewerage  Schemes  for  Eskdale,  Drigg,  Ravenglass, 
and  a  minor  scheme  to  deal  with  some  30  houses  at  the 
south  end  of  Seascale,  which  are  at  present  not  sewered. 

A  Ministry  of  Health  Inquiry  has  been  held  concern¬ 
ing  the  Ravenglass  and  Seascale  schemes,  and  the  Raven- 
glass  scheme  has  been  approved  in  principle  by  the  Min¬ 
istry  but  details  have  not  yet  been  settled. 
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Schemes  for  Bootle,  Silecroft  and  The  Green  are  in 
the  course  of  preparation  by  the  Engineers.  As  the  new 
houses  to  be  provided  for  the  people  for  the  Slum  Clear¬ 
ance  Areas  at  The  Hill  are  to  be  built  in  Millom  and  not 
at  The  Hill,  the  Sewerage  scheme  for  this  hamlet  has  been 
abandoned. 

Rivers  and  Streams. — There  was  no  necessity  for  any 
action  to  be  taken  with  regard  to  pollution  during  1938. 

Public  Cleansing. — The  method  known  as  Controlled 
Tipping  has  been  instituted  throughout  the  area,  and  is 
giving  every  satisfaction. 

The  scavenging  of  the  village  of  Silecroft  is  now  un¬ 
dertaken  by  the  Council’s  own  men  in  addition  to  the  vil¬ 
lages  already  reported  on  previously. 

Since  my  last  report,  Holmrook,  Drigg  and  the  sur¬ 
rounding  areas  are  scavenged  regularly.  This  is  done  by 
a  Contractor. 


SANITARY  INSPECTION  OF  THE  AREA. 

Annual  Report  of  the  Sanitary  Inspector  for  the  Year  1938. 

To  Dr.  I.  S.  Jones, 

Medical  Officer  of  Health. 

Sir, 

I  have  pleasure  in  submitting  to  you  my  third  Annual  , 
Report  of  the  work  carried  out  in  the  Sanitary  Inspector’s 
Department  for  the  year  ending  31st  December  1938. 

Steady  progress  has  again  been  maintained  through¬ 
out  the  area  in  Housing  and  Public  Health  matters  which 
have  had  to  be  dealt  with  by  this  department,  and  I  place 
before  you  a  detailed  report  of  the  work  done  and  the 
improvements  which  have  been  made. 

Advantage  has  been  taken  by  many  owners  of  the 
financial  assistance  which  is  available  under  the  Housing 
(Rural  Workers)  Acts,  for  the  le-conditioning  of  property. 

Owing  to  default  of  certain  owners,  proceedings  had 
to  be  taken  under  Section  9  of  the  Housing  Act,  1936,  in 
five  instances,  estimates  having  to  be  obtained  and  the 
work  put  in  hand  by  the  Council. 
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Action  had  also  to  be  taken  in  one  instance  under 
Section  75,  Public  Health  Act,  1936,  in  connection  with  the 
default  of  an  owner  not  complying  with  the  provision  of 
this  Act,  in  providing  a  suitable  receptacle  for  the  deposit 
of  refuse. 


GENERAL  INSPECTIONS. 


Inspections  under  the  Public  Health  Acts  ...  ...  211 

Inspections  under  the  Housing  Acts  ...  ...  418 

Complaints  investigated  ...  ...  ...  ...  104 

Port  Sanitary  Inspections  ...  ...  ...  ...  46 

Visits  to  Common  Lodging  House  ...  ...  ...  17 

Visits  to  Factories  and  Workshops  ...  ...  ...  44 

Infectious  Disease  Cases  ...  ...  ...  ...  25 

Inspections  under  the  Petroleum  Acts  ...  ...  43 

Inspections  under  the  Shops  Acts  ...  ...  ...  41 

Interviews  with  Owners,  etc.  ...  ...  ...  ...  347 

Revisits  to  property  under  notice  ...  ...  ...  1165 

Visits  to  Bakehouses  ...  ...  ...  ...  ...  43 

Visits  to  Fried  Fish  Shops  ...  ...  ...  ...  27 

Visits  to  Animal  Slaughterhouses  ...  ...  ...  1934 

Visits  to  Butchers’  Shops  ...  ...  ...  ...  76 

Inspections  of  Ice  Cream  Premises  ...  ...  ...  37 

Inspections  of  Dairies,  Cowsheds  and  Milkshops...  175 
Houses  Disinfected  ...  ...  ...  ...  ...  19 

Houses  Disinfested  ...  ...  ...  ...  ...  2 


Total  .  4774 

Informal  Notices  served  ...  ...  ...  ...  145 

Statutory  Notices  served — P.H.A.  ...  ...  ...  334 

H.A.  .  55 

M.  &  D.0 .  56 


Total 


590 
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IMPROVEMENTS  EFFECTED. 

Dwelling  Houses:— 

Repaired  or  made  fit  ...  ...  ...  ...  144 

Provided  with  damp-proof  course  ...  ...  25 

Roofs  repaired  ...  ...  ...  ...  ...  79 

Floors  repaired  ...  ...  ...  ...  ...  337 

Plastered  walls  and  ceilings  repaired  ...  ...  564 

Windows  repaired,  made  to  open,  etc.  ...  377 

Sash  cords  renewed  ...  ...  ...  ...  949 

Food  stores  provided,  repaired,  etc.  ...  ...  85 

Stairs  repaired  ...  ...  ...  ...  ...  46 

Skirting  boards  provided  or  repaired  ...  ...  133 

Doors  repaired,  re-hung  or  renewed  ...  ...  155 

Firegrates  repaired  or  renewed  ...  ...  ...  144 

Chimneys  or  chimney  stacks  repaired  ...  ...  67 

New  sinks  provided  and  fixed  ...  ...  ...  103 

Sink  wastes  repaired  or  renewed  ...  ...  128 

Baths  ...  ...  ...  ...  ...  ...  29 

Water  supply  provided  inside  houses  ...  ...  15 

Vents  to  bedrooms  ...  ...  ...  ...  101 

Wash  Coppers  repaired  or  provided  ...  ...  52 

Copper  firesets  repaired  or  renewed  ...  ...  3 

Washhouses  ...  ...  ...  ...  ...  6 

External  walls  pointed  ...  ...  ...  ...  38 

Ovens  repaired  or  renewed  ...  ...  ...  44 

External  walls  cemented  ...  ...  ...  ...  108 

Eaves  gutters  and  rain  water  pipes  renewed  ...  131 

Dangerous  walls  repaired  ...  ...  ...  34 

Yards  and  passages  paved  and  drained  ...  31 

Yard  paving  repaired  ...  ...  ...  ...  30 

Handrails  to  staircases  ...  ...  ...  ...  26 

Drains,  Water  Closets  and  Ashes  Accommodation : — 

Obstructed  drains  cleansed  ...  ...  ...  38 

Obstructed  W.C..S  cleansed  ...  ...  ...  9 

Yard  gullies  provided  and  connected  to  drains  72 
Testing  drains  ...  ...  ...  ...  ...  140 

Drains  repaired  or  reconstructed  ...  ...  68 

Septic  Tanks  provided  ...  ...  ...  ...  7 

Inspection  chamber  covers  renewed  ...  ...  25 

W.C.  basins  renewed  ...  ...  ...  ...  96 

W.C.  cisterns  repaired  or  renewed  ...  ...  27 

Closet  structures  repaired  ...  ...  ...  48 

Ashpits  abolished  ...  ...  ...  ...  ...  202 

Dustbins  provided  ...  ...  ...  ...  ...  198 

Other  Nuisances:— 

Animals  improperly  kept 
Accumulations 


4916 


19 


[factious  Diseases.  —  After  notification  of  Infectious 
Diseases,  25  houses  were  disinfected.  Bedding  and  other 
articles  from  these  premises  were  removed  and  fumigated 
by  the  Council’s  Steam  Disinfector. 

The  dismantling  of  the  Crab  Marsh  Hospital,  Millom, 
was  completed  during  1938. 

A  new  building  to  house  the  Steam  Disinfector  has 
been  erected  in  the  Council  Yard,  Earl  Street,  Millom. 

Twenty  houses  were  disinfected  after  sickness. 

Verminous  Premises.  —  Two  dwelling-houses  were 
found  to  be  verminous  and  disinfestation  of  same  was  car¬ 
ried  out.  The  methods  employed  are,  spraying  with  an 
effective  insecticide  or  the  use  of  Sulphur  Dioxide  gas  by 
means  of  specially  prepared  cones. 

Shops  Act,  1934. — Forty-one  visits  have  been  made  to 
the  vaiious  shops  in  the  area,  under  the  provisions  of  Sec¬ 
tion  10  of  this  Act.  Improvements  with  regard  to  lighting, 
ventilation  and  washing  facilities  were  carried  out  at  three 
premises.  Additional  water  closet  accommodation  was 
also  provided  at  four  premises. 

Smoke  Abatement. — No  action  was  necessary  in  res¬ 
pect  to  Smoke  Abatement,  there  being  no  industries  in  this 
area  likely  to  give  rise  to  nuisance. 

Closet  Accommodation.  —  Sixteen  conversions  to  the 
water  carriage  system  were  put  in  hand  during  the  year. 
Twelve  of  these  were  connected  directly  to  the  sewer,  the 
remaining  four  being  connected  to  septic  tanks. 

Nine  waste  water  closets  were  also  converted  to  ped¬ 
estal  water  closets,  thus  completing  the  total  abolition  of 
this  type  of  insanitary  closet  in  the  area. 

Eighty  short  hopper  water  closets  have  been  con¬ 
verted  to  the  modern  pedestal  water  closets.  Since  the 
adoption  of  this  type  of  convenience  fewer  complaints  have 
been  received  of  nuisance  due  to  the  presence  of  rats. 

Public  Conveniences. — Periodical  attention  has  been 
given  to  the  Conveniences  in  the  area,  and  all  defects  were 
immediately  attended  to. 

A  new  4"  drain  was  laid  at  the  Haverigg  Conveniences 
to  convey  the  roof  water  into  the  sewer.  This  has  obviated 
the  nuisance  which  was  being  caused  to  adjoining  pro¬ 
perty. 
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Common  Lodging  House.  —  There  is  still  only  one 
Common  Lodging  House  in  this  area,  and  the  1 7  visits 
which  were  made  to  these  premises  during  1938  revealed 
the  fact  that  the  house  was  being  maintained  in  an  orderly 
and  exceptionally  clean  condition. 

Public  Cleansing. — There  is  no  change  to  report  in  the 
Parish  of  Millom  as  far  as  the  arrangements  of  Public 
Cleansing  are  concerned.  Eleven  ashpits  still  remain  in 
this  parish,  but  this  matter  is  receiving  attention  and  it  is 
hoped  that  they  will  be  abolished  at  an  early  date. 

The  work  done  during  the  year  in  the  various  parishes 


is  as  follows  : — 

Millom: 

Ashpits  emptied  ...  783 

Ashbins  emptied  ...  125,366 

126,149 

Loads  ...  ...  ...  1,995 

Millom  Without; 

Ashbins  emptied  ...  1,401 

Ashpits  (loads)  ...  116 

Whicham: 


A  fortnightly  collection  of  refuse  was  put  into 
operation  in  the  Parish  of  Whicham  on  5th  July, 
1938,  and  1,283  ashbins  were  emptied. 

The  removal  of  refuse  from  the  Parishes  of  Millom, 
Millom  Without,  and  Whicham,  is  now  undertaken  by  the 
Council,  two  vehicles  being  employed  in  this  work,  one 
Leyland  and  one  S.  &  D.  vehicle. 

The  total  number  of  miles  covered  by  these  vehicles 
was  : — 

Leyland  .  4,658 

S.  &  D .  3,238 

The  S.  &  D.  vehicle,  which  has  been  in  commission 
since  1933  and  done  good  service  for  this  department,  has 
now'  reached  the  stage  when  continual  repair  and  main¬ 
tenance  has  become  very  costly.  Breakdowns  have  oc¬ 
curred  very  frequently  during  the  past  year  and  recom¬ 
mendation  is  being  made  to  the  Health  Committee  to  con¬ 
sider  the  question  of  purchasing  a  new  vehicle. 
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Drigg. — A  fortnightly  collection  of  refuse  from  this 
Parish  was  also  commenced  on  the  5th  July,  1938.  This 
work  is  carried  out  by  a  local  Contractor,  who  is  doing  his 
duty  efficiently  and  in  a  most  satisfactory  manner.  During 
the  period  under  review,  1 ,354  ashbins  have  received  at¬ 
tention. 

Seascaie.  —  Refuse  removal  from  this  parish  is  also 
done  by  Contract,  and  during  the  year  13,835  ashbins  were 
emptied. 

A  more  systematic  collection  of  refuse  from  the  Bootle 
Parish  is  contemplated  during  1939.  The  reason  for  this 
delay  is  due  to  the  fact  that  a  suitable  site  for  a  Tip  could 
not  be  obtained,  but  arrangements  with  regard  to  this  are 
now  practically  completed. 

Controlled  Tipping  is  being  carried  out  at  the 
various  Tips  situated  in  this  area,  and  this  is  being  done 
in  accordance  with  the  Regulations  laid  down  by  the 
Ministry  of  Health. 

Milk  and  Dairies  Order. — 175  inspections  were  made 
under  the  Milk  &  Dairies  Order.  Fifty-six  Notices  were 
served  on  the  occupiers  of  unsatisfactory  premises,  and 
foity-five  premises  were  brought  up  to  the  required  stan¬ 
dard. 

The  Number  of  Registrations  include  : — 

Producers  of  milk  ...  ...  ...  219 

Wholesale  Purveyors  of  milk  ...  51 

Retail  Purveyors  of  milk  ...  ...  91 

New  Registrations  during  1938  total  21. 

Milk  samples  taken  : — 

Accredited  Milk  ...  ...  70 

Ungraded  Milk  ...  ...  41 

Meat  and  Other  Foods. — 1934  visits  were  made  to  the 
various  slaughterhouses  in  the  area.  The  number  of 
slaughterhouses  is  the  same  as  previously  reported. 

Inspection  of  all  animals  slaughtered  is  carried  out  in 
accordance  with  Memo  62/Foods,  and  all  animals  with  the 
exception  of  sheep  are  stunned  by  the  Cash  Captive 
Bolt. 

During  the  routine  inspections,  one  butcher  was  found 
slaughtering  contrary  to  the  provisions  of  the  Slaughter  of 
Animals  Act,  1933,  by  attempting  to  slaughter  an  animal 
by  means  other  than  that  as  called  for  by  this  Act.  The 
offender  was  warned  verbally  and  also  by  letter,  and  no 
further  action  has  been  found  necessary. 

The  number  of  licensed  slaughtermen  is  thirty. 
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The  following  is  a  tabulated  statement  of  the  work 
carried  out  under  the  Public  Health  Meat  Regulations. 


The  total  number  of  animals  slaughtered  was  5,960, 
this  number  consisting  of  : — 


Cattle  (excluding  cows) 

...  759 

Cows 

...  236 

Calves 

...  62 

Sheep 

...  3947 

Pigs . 

...  956 

The  following  unsound  meat  was  voluntarily  surren¬ 
dered  and  destroyed  : — 


Tuberculosis.  Diseases  other 

than  T.B. 


Bovine  Carcases 

14 

— 

Bovine  Hind  quarters 

3 

3 

Bovine  Livers 

33 

131 

Bovine  Heads 

50 

2 

Bovine  Lungs 

60 

4 

Calf  Carcases  ... 

1 

3 

Pig  Carcases 

8 

— 

Pig  Heads 

76 

— 

Pig  Livers 

34 

’  10 

Pig  Lungs 

26 

10 

Sheep  Carcases 

. . .  — 

1 

Sheep  Livers  ... 

. . .  —  . . . 

152 

305  316 


Total  weight  of  meat  condemned  (Tuberculosis  only)  14229  lbs 

,,  ,,  ,,  ,,  ,,  (Disease  other  than  T.B. )  2641  ,, 


Grand  Total  16870  ,, 


The  Council’s  attention  is  called  to  certain  provisions 
in  the  new  Food  and  Drugs  Act,  1938,  which  comes  into 
operation  on  the  1st  October,  1939. 
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Under  the  new  Act,  all  slaughterhouses  are  to  be 
brought  under  proper  control  by  Local  Authorities.  Exist¬ 
ing  registrations  and  licences  are  automatically  cancelled 
within  four  months  from  the  1st  October,  1939,  and  occu¬ 
piers  of  such  premises  must  apply  to  the  Local  Authority 
for  a  licence,  which  if  granted  will  remain  in  force  for  a 
period  not  longer  than  13  months.  As  each  application  is 
received  the  premises  are  to  be  inspected  and  reported 
upon,  and  the  Local  Authority  shall  not  refuse  to  grant 
or  renew  a  licence,  unless  they  are  satisfied  that  such 
applicant  is  not  a  proper  person  to  keep  such  a  place  or 
that  the  premises  are  not  suitable  for  the  purpose.  When 

necessary,  full  reports  will  be  given  on  each  of  these  prem¬ 
ises  where  slaughtering  of  animals  for  human  consumption 
takes  place. 

Inspection  of  Food  Premises.  —  Regular  visits  were 
made  to  premises  where  food  is  prepared,  Defects  were 
discovered  in  several  instances,  as  follows  : — 

Defective  drains  at  four  premises. 

Defective  floors  at  one  premises. 

Insufficient  sanitary  accommodation  at  one 
premises. 

Lime  washing  of  six  premises. 

The  usual  notices  were  served,  and  the  several  matters 
received  attention. 

I  would  call  the  Council’s  attention  to  further  pro¬ 
visions  contained  in  the  Food  and  Drugs  Act,  1938: — 

Occupiers  of  premises  where  ice  cream  is  made, 
sold  or  stored,  and  where  the  preparation  or  manufacture 
of  sausages,  potted  or  pressed,  pickled  or  preserved  food 
is  carried,  on  must  be  registered  with  the  Local  Authority. 
(The  preparation  of  meat  or  fish  by  any  process  of  cook¬ 
ing  shall  be  deemed  to  be  the  preservation  thereof.) 

It  will  thus  be  seen  that  food  preparing  premises  are 
now  to  come  under  more  direct  control  of  the  Local  Auth¬ 
ority  than  has  previously  been  the  case. 

Ice  Cream. — Inspections  have  been  made  of  premises 
where  this  commodity  is  made,  and  also  of  the  vehicles 
from  which  it  is  sold. 

A  good  standard  of  cleanliness  both  on  premises  and 
vehicles  has  been  maintained. 
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Fried  Fish  Shops. — Inspections  were  made  of  all  prem¬ 
ises  where  this  trade  is  carried  on,  and  everything  was 
found  to  be  carried  out  in  a  fairly  satisfactory  manner,  and 
no  action  was  necessary. 

Sewerage  and  Sewage  Disposal. 

Millom.  —  Several  blockages  occurred  on  the  main 
sewers  during  the  year,  and  a  report  on  the  condition  of 
many  lengths  which  were  examined  was  made  to  the 
Health  Committee. 

Owing  to  broken  and  defective  pipes  which  were  dis¬ 
covered  during  the  relaying  of  water  mains  by  the  Water 
Department,  it  was  found  necessary  to  relay  70  to  80  yards 
of  12"  sewer  in  Back  Wellington  Street.  Before  this  work 
could  be  put  in  hand,  the  sewer  in  King  Street  had  to  be 
cleared  to  liberate  the  sewage  from  the  sewers  in  Welling¬ 
ton  Street.  The  sewer  in  King  Street  consists  of  a  brick 
culvert  and  is  in  a  very  bad  condition,  the  brickwork  being 
worn  and  defective  in  practically  the  whole  length  of  the 
sewer. 

A  number  of  the  sewers  in  the  Newtown  area  have 
been  exposed  during  the  relaying  of  water  mains,  and  are 
in  a  similar  condition  to  those  already  reported.  I 
strongly  recommend  that  the  relaying  of  these  sewers,  and 
the  system  generally,  be  given  serious  consideration. 

In  case  of  blockages,  additional  manholes  have  been 
provided  to  the  main  sewers  in  Wellington  Street,  Nelson 
Street  and  Queen  Street,  Millom. 

The  main  sewer  at  Bay  View,  Millom,  was  extended 
during  the  year  and  75  yards  of  9"  pipes  were  laid. 

Eighty  yards  of  9"  pipes  were  also  laid  from  Back 
Holborn  Hill  to  Pannatt  Hill,  Millom. 

The  extension  of  the  sewer  at  Moor  Moss,  Haverigg, 
to  meet  the  requirements  of  the  West  Coast  Chrome  Tan¬ 
ning  Co.,  was  completed  during  the  year,  the  existing  9" 
sewer  being  extended  a  further  95  yards. 


Bootle. — Blockages  occurred  on  the  sewer  in  Main 
Street,  Bootle,  on  several  occasions,  and  also  at  the  two 
septic  tanks  provided  for  treating  the  sewage  from  property 
in  this  area. 

The  Sewerage  arrangements  in  this  Parish  are  as  pre¬ 
viously  reported,  but  the  question  of  modernising  same  is 
now  under  consideration. 


Ravenglass. — Sewerage  arrangements  in  this  Parish 
are  as  set  out  in  previous  reports.  A  new  Sewerage 
Scheme  for  the  larger  part  of  this  Parish  is  in  hand,  and  it 
is  hoped  that  the  work  will  be  commenced  in  the  very  near 
future. 

Seascale. — The  main  sewers  in  this  Parish  have  re¬ 
ceived  attention  and  one  blockage  on  same  was  reported. 
Periodical  flushing  of  the  sewers  has  been  carried  out  by 
means  of  the  automatic  flushing  tanks  which  are  provided 
at  several  points  on  the  main  sewers. 

The  question  of  completing  the  sewerage  require¬ 
ments  by  the  provision  of  a  sewer  to  serve  some  34  houses 
situated  on  Drigg  Road  and  at  Hodgkin  Park  is  still  under 
consideration. 

Drigg, — One  man  was  engaged  for  one  week,  to  clean 
the  ditch  at  Drigg  Station,  repair  the  road  and  relay  six 
lengths  of  9"  pipes.  This  ditch  receives  the  sewage  from 
a  part  of  the  parish. 

During  the  year  140  drains  were  tested  and  68  drains 
entirely  reconstructed,  throughout  the  area. 

Schools, — Periodical  inspections  of  the  schools  in  the 
area  have  been  made.  The  improvements  effected  are  as 
reported  by  you. 

Port  Sanitary  Regulations, — The  inspections  made  and 
work  carried  out  under  these  Regulations  will  be  found  in 
the  report  dealing  with  the  Port  of  Millom. 

I  am, 

Your  obedient  Servant, 

J.  HANKEY, 

Sanitary  Inspector. 

Gamping  Sites. — There  were  no  camping  grounds  re¬ 
gistered  during  1938,  but  up  to  date  this  year,  three  camp¬ 
ing  grounds  have  been  registered,  two  at  Silecioft  and  one 
at  Seascale. 

Swimming  Baths  and  Pools. — There  are  no  Swimming 
Baths  in  the  area,  but  a  Paddling  Pool  is  in  process  of 
construction  at  Haverigg.  The  water  used  will  be  the 
town’s  supply.  It  is  anticipated  that  this  will  be  opened 
at  an  early  date. 
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Schools. — All  the  Schools  throughout  the  area  were 
inspected  during  the  year,  and  I  have  a  certain  amount  of 
progress  to  report. 

The  site  for  the  new  Elementary  Schools  at  Millom 
has  been  purchased  by  the  County  Council.  The  new 
School  at  Waberthwaite  has  been  occupied  for  some  six 
months  and  is  a  very  satisfactory  building.  Thwaites 
School  has  now  a  sufficient  water  supply,  the  County 
Education  Authority  having  relaid  their  service  pipe.  The 
provision  of  water  closets  at  this  school  is  now  under  con¬ 
sideration  by  the  Education  Authority.  The  Hill  School 
was  closed  during  the  year  on  the  adverse  report  of  the 
County  Architect  on  the  safety  of  the  building,  and  the 
children  have  been  transferred  to  Millom  Schools.  Bootle 
Hycemoor  and  Drigg  Schools  have  now  water  lavatories. 
When  the  new  Sewerage  Scheme  for  Eskdale  material¬ 
ises  the  Eskdale  Low  School  will  be  provided  with  proper 
sanitary  arrangements.  Eskdale  High  School  still  remains 
without  a  water  supply  and  the  sanitary  arrangements  are 
anything  but  satisfactory.  The  attention  of  the  County 
Authority  has  been  drawn  to  this  state  of  affairs  on  pre¬ 
vious  occasions. 

It  is  hoped  that  the  new  schools  for  Millom  will  be 
built  at  an  early  date,  as  the  old  Secondary  School,  which 
was  considered  unfit  for  100  Secondary  School  pupils,  is 
now  being  used  for  150  Elementary  School  children,  who 
previously  attended  Lapstone  Road  Girls’  School,  which 
was  closed  in  December,  1937. 

School  Gamps. — During  1938,  2,311  children  from  the 
Distressed  Areas  of  the  County  attended  these  Camps.  Of 
this  number  92  were  from  the  Millom  Rural  District 

The  Camps  are  well  run  and  the  children  derive  great 
benefit  from  their  fortnight  s  holiday. 

Housing. — It  has  been  decided  by  this  Council  to  re¬ 
house  the  people  from  the  Clearance  Areas  at  The  Hill, 
The  Green,  and  Hallthwaites,  in  Millom.  The  site  chosen 
is  situated  along  Moor  Road,  and  it  will  be  adjacent  to 
the  proposed  new  elementary  schools.  A  new  road 
through  the  site  is  to  be  made  by  the  County  Council. 

The  North-Eastern  Housing  Association  have  not  yet 
commenced  building  operations,  owing  to  unforeseen  diffi¬ 
culties  in  acquiring  the  site. 

No  Clearance  Areas  were  officially  represented  by  me 
during  1938. 
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Steady  progress  continues  to  be  made  in  the  re-con¬ 
ditioning  of  property  in  the  area.  Fifty-nine  houses  were 
re-conditioned  under  the  Housing  (Rural  Workers)  Acts. 

I  would  like  to  draw  the  attention  of  owners  of  agri¬ 
cultural  property  to  the  Housing  (Financial  Provisions)  Act, 
1938,  whereby  substantial  grants  may  be  obtained  for 
building  new  houses  for  agricultural  workers. 


1.  Inspection  of  Dwelling-houses  during  the  Year: — 

(1)  (a)  Total  number  of  Dwelling-houses  inspected 

for  housing  defects  (under  Public  Health  or 
Housing  Acts)  ...  ...  ...  ...  ...  629 

(b)  Number  of  inspections  made  for  the  purpose  1165 

(2)  (a)  Number  of  Dwelling-houses  (included  under 

sub-head  (1)  above)  which  were  inspected 
and  recorded  under  the  Housing  Consolidated 
Regulations,  1925  and  1932  ...  ...  ...  418 

(b)  Number  of  inspections  made  for  the  purpose  418 

(3)  Number  of  Dwelling-houses  found  to  be  in  a 

state  so  dangerous  or  injurious  to  health  as 

to  be  unfit  for  human  habitation  ...  ...  42 

(4)  Number  of  Dwelling-houses  (exclusive  of  those 

referred  to  under  the  preceding  sub-head) 
found  not  to  be  in  all  respects  leasonably  fit 
for  human  habitation  ...  ...  ...  ...  376 


2.  Remedy  of  Defects  during  the  Year  without  Service 
of  Formal  Notice  : — 

Number  of  defective  Dwelling-houses  rendered  fit 
in  consequence  of  informal  action  by  the 
Local  Authority  or  their  Officers  ...  ...  144 

3.  Action  under  Statutory  Powers  during  the  Year: — 

(a) . — Proceedings  under  Sections  9,  10  and  16  of 

the  Housing  Act,  1936: 

(1)  Number  of  Dwelling-houses  in  respect  of 

which  Notices  were  served  requiring  repairs  55 

(2)  Number  of  Dwelling-houses  which  were 
rendered  fit  after  service  of  formal  notices : 

(a)  By  Owners  ...  ...  ...  ...  15 

(b)  By  Local  Authority  in  default  of 

Owners  ...  ...  ...  •  ••  5 

(b) . — Proceedings  under  Public  Health  Acts: 

(1)  Number  of  Dwelling-houses  in  respect  of 
which  notices  were  served  requiring  defects 

to  be  remedied  ...  ...  •••  •••  334 

(2)  Number  of  Dwelling-houses  in  which  de¬ 
fects  were  remedied  after  service  of  formal 
notices : 

(a)  By  Owners  ...  ...  ...  •••  359 

(b)  By  Local  Authority  in  default  of 

Owners  ...  ...  •••  •••  1 
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(c) . — Proceedings  under  Sections  11  and  13  of  the 

Housing  Act,  1936  : — 

(1)  Number  of  Dwelling-houses  in  respect  of 

which  Demolition  Orders  were  made  ...  1 

(2)  Number  of  Dwelling-houses  demolished  in 

pursuance  of  Demolition  Orders  ...  ...  1 

(d) . — Proceedings  under  Section  12  of  the  Housing 

Act,  1936 : 

(1)  Number  of  separate  tenements  or  under¬ 

ground  rooms  in  respect  of  which  Closing 
Orders  were  made  ...  ...  ...  ...  Nil 

(2)  Number  of  separate  tenements  or  under¬ 
ground  rooms  in  respect  of  which  Closing 
Orders  were  determined,  the  tenement  or 

room  having  been  rendered  fit  ...  ...  Nil 

4.  Housing  Act,  1936. — Part  IV.— Overcrowding  : — 

(a)  (1)  Number  of  Dwellings  overcrowded  at  the 


end  of  the  year  ...  ...  ...  ...  16 

(2)  Number  of  families  dwelling  therein  ...  16 

(3)  Number  of  persons  dwelling  therein  ...  174 

(b)  Number  of  new  cases  of  overcrowding  re¬ 
ported  during  the  year  ...  ...  ...  4 

(c)  (1)  Number  of  cases  of  overcrowding  relieved 

during  the  year  ...  ...  ...  ...  18 

(2)  Number  of  persons  concerned  in  such  cases  101 


(d)  Particulars  of  any  cases  in  which  Dwelling- 

houses  have  again  become  overcrowded 
after  the  Local  Authority  have  taken  steps 
for  the  abatement  of  overcrowding 

(e)  Any  other  particulars  with  respect  to  over¬ 

crowding  conditions  upon  which  the  Medi¬ 
cal  Officer  of  Health  may  consider  it  desir¬ 
able  to  report 


Milk  Supply. — There  are  17  Accredited  Licence  hold¬ 
ers  and  one  1  uoerculin  Tested  Licence  holder.  One 
Accredited  producer  had  his  licence  withdrawn  by  the 
County  Council  on  account  of  unsatisfactory  methods  of 
milk  production  and  repeated  bad  analyses  of  samples 
taken  at  the  farm. 

Fifteen  animals  were  slaughtered  under  the  Tubercu¬ 
losis  Order,  1938,  following  inspections  by  the  Veterinary 
Inspector  of  the  Ministry  of  Agriculture  and  Fisheries. 
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The  following  is  the  result  of  milk  sampling  : — 
Samples  from  “  Accredited  ”  Herds  70 

Satisfactory  .  ...  49=70% 

Unsatisfactory  ...  ...  ...  21=30% 

Samples  from  other  than  “  Accredited 

Herds  . 41 

Satisfactory  .  ...  16  =  39% 

Unsatisfactory  ...  ...  ...  23  =  61% 

These  results  show  no  improvement  on  the  previous 
year.  All  samples  examined  were  found  to  be  free  from 
Tubercle  Bacilli. 

Meat  Inspections. — Mr.  Hankey  has  supplied  the  fol¬ 
lowing  table  showing  the  results  of  meat  inspections  carried 
out  during  the  year.  I  have  previously  reported  the  unsat¬ 
isfactory  condition  of  the  slaughterhouses  in  the  Millorn 
area,  and  the  position  remains  unaltered. 


CARCASES  INSPECTED  AND  CONDEMNED. 


Cattle 
excluding 
Cow  s 

Cows 

Calves 

bhepp 

and 

Lambs 

Pigs 

Number  killed  ... 
(if  known) 

759 

236 

62 

3947 

956 

Number  inspected 

759 

236 

62 

3947 

956 

All  diseases  except 
Tuberculosis. 
Whole  carcases 
condemned  ...... 

3 

1 

Carcases  of  which 
some  part  or 
organ  was  con¬ 
demned  . 

74 

66 

151 

22 

Percentage  of  the 
number  inspect¬ 
ed  affected  with 
disease  other 
than  Tubercu¬ 
losis  . 

9.77 

27.96 

4.83 

3.92 

2.3 

Tuberculosis  only 
Whole  carcases 
condemned . 

6 

8 

1 

8 

Carcases  of  which 
some  part  or 
organ  was  con¬ 
demned  . 

71 

75 

141 

Percentage  of  the 
number  inspect¬ 
ed  affected  with 
Tuberculosis  ... 

10.14 

35.42 

1.61 

15.63 

Adulteration,  Chemical  and  Bacteriological  Examina¬ 
tion  Of  Food.  —  This  work  is  undertaken  by  the  County 
Council. 

Nutrition. — All  Schools  in  the  Area  are  now  participat¬ 
ing  in  the  Milk  Marketing  Board’s  Milk  in  Schools  Scheme. 

Of  the  total  number  of  school  children  in  the  Rural 
District,  27.71%  are  on  Free  Milk  and  45.36%  are  buying 
milk  at  the  reduced  rate,  thus  73.07%  of  the  school  child¬ 
ren  are  receiving  a  daily  ration  of  milk. 

The  following  is  the  classification  of  the  nutrition  of 
children  examined  during  1938: — 

Group  “  A  ” — Excellent  ...  34.4% 

Group  “  B  ” — Normal  ...  56.5% 

Group  “C” — Sub-normal  ...  9.1% 

Group  “  D  ’’—Bad  .  Nil. 

Extra  nourishment  is  provided  in  necessitous  cases 
through  the  County  Council’s  M.C.W.  scheme,  to  children 
under  five,  expecting  and  nursing  mothers. 

There  was  no  evidence  of  malnutriiton  among  school 
children,  but  of  course  there  are  very  rare  cases  of  child 
neglect,  which  receive  constant  supervision. 

Shell  Fish.  —  The  Regulations  governing  the  mussel 
beds  at  Haverigg  and  Ravenglass  remain  in  force. 

Mussels  from  the  Ravenglass  beds  were  sent  to  Whitby 
during  1938  to  be  used  as  bait  for  fishing  purposes,  but  not 
for  human  consumption. 


NOTIFIABLE  DISEASES  (OTHER  THAN  TUBER¬ 
CULOSIS)  DURING  THE  YEAR  1938. 


DISEASE. 

Total  cases 
Notified. 

Cases 

Admitted 

to 

Hospital. 

Total 

Deaths 

Small-pox 

Scarlet  Fever  ... 

14 

1 1 

— 

Diphtheria 

14 

14 

— 

Enteric  Fever 

— 

— 

— 

Puerperal  Pyrexia 

— 

— 

— 

Pneumonia 

43 

— 

7 

Erysipelas 

8 

— 

— 

Ophthalmia  Neonatorum 

— 

— 

— 

Cerebro-Spinal  Fever 

i 

i 

i 

NOTIFICATIONS  OF  INFECTIOUS  DISEASES  (OTHER  THAN  TUBERCULOSIS) 
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PREVALENCE  OF,  AND  CONTROL  OVER, 
INFECTIOUS  AND  OTHER  DISEASES. 


The  only  Infectious  Disease  which  reached  anything 
like  epidemic  proportion  was  Measles,  which  necessitated 
the  closure  of  Haverigg  Girls’  and  Infants’  School  from  24th 
January  to  4th  February,  and  Muncaster  School  from  17th 
June  to  15th  July. 

The  number  of  cases  of  Pneumonia  notified  was  larger 
than  the  previous  year. 

There  were  two  cases  of  Cerebro-Spinal  Fever  and 
both  were  fatal. 

One  case  of  Paratyphoid  occurred  and  this  proved 
fatal. 

Scarlet  Fever. — It  has  been  decided  by  this  Council 
not  to  send  uncomplicated  cases  of  Scarlet  Fever  to  hos¬ 
pital,  except  where  it  is  impracticable  to  have  the  patient 
nursed  at  home.  This  is  in  accordance  with  the  recom¬ 
mendations  of  the  Chief  Medical  Officer  of  the  Ministry 
of  Health,  as  set  out  in  his  report  for  1937. 

Diphtheria. — Of  the  14  cases  of  diphtheria  which  were 
notified,  six  had  positive  throat  swabs  and  the  remainder 
had  negative  throat  swabs  on  admission  to  hospital. 

Since  1936  some  350  elementary  school  children  have 
been  immunised  against  Diphtheria  in  preparation  for 
attending  the  School  Camps.  This  has  been  done  by  the 
County  Council. 

The  Millom  Rural  District  Council  with  the  sanction 
of  the  Ministry  of  Health  have  decided  to  offer  immunisa¬ 
tion  against  Diphtheria  of  all  children  over  two  years  of 
age,  free  of  charge.  The  “  2-shot  ”  A.P.T.  method  will 
be  used,  as  it  has  proved  satisfactory  in  other  parts  of  this 
County. 

The  County  Authority  have  undertaken  to  provide 
treatment  for  cases  of  Infantile  Paralysis  should  any  occur 
in  the  Rural  District.  Expert  Orthopaedic  treatment  will 
be  provided  from  the  start  and  it  will  be  undertaken  at  the 
Ethel  Hedley  Orthopaedic  Hospital,  Windermere,  for  child¬ 
ren,  and  the  Shropshire  Orthopaedic  Hospital,  Oswestry, 
for  adults. 
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The  County  Council  have  facilities  for  the  treatment 
of  Ophthalmia  Neonatorum  and  Puerperal  Fever,  and 
arrange  for  hospital  and  specialists’  services  for  any  cases 
that  occur.  Fortunately  there  were  no  such  cases  in  this 
Area  during  1938. 

Prevention  Of  Blindness. — Proper  treatment  is  provi¬ 
ded  by  the  County  Council  under  their  Scheme  for  persons 
unable  to  provide  their  own  private  treatment. 

Prevention  of  Tuberculosis  Regulations,  1925. — It  was 

not  necessary  to  take  any  action  under  these  Regulations. 
No  one  suffering  from  Tuberculosis  was  employed  in  the 
milk  trade,  and  no  compulsory  removal  to  hospital  of 
Tuberculosis  patients  was  necessary. 

The  appended  table  shows  the  number  of  new  cases 
notified  during  1938,  also  the  number  of  deaths  from  this 
disease  : — 


New 

Cases. 

Deaths. 

Age-Periods. 

Respiratory. 

Non- 

Respiratory. 

Respiratory. 

Non- 

Respiratory. 

M. 

F 

M. 

F. 

M. 

F. 

M. 

F. 

0-1  . 

1-5  . 

5—15 

— 

— 

— • 

— 

— 

— 

— 

. 

z 

1 

_ 

_ 

_ 

_ 

15-25  . 

2 

— 

1 

9 

UJ 

— 

— 

2 

25—35  . 

3 

3 

- - 

1 

9 

Lm 

2 

— 

— 

35-45 

— 

4 

— 

— 

— 

2 

— 

— 

45 — 55 

— 

— 

— 

— 

1 

— 

— 

55-  65  . 

1 

1 

— 

- 

1 

— 

— 

— 

65  and  upwards  ... 

— 

— 

— 

— 

1 

— 

— 

Totals  ... 

6 

8 

1 

2 

6 

5 

— 

2 

The  number  of  cases  on  the  Tuberculosis  Register  at 
the  end  of  the  year  were  : — 

Males.  Females.  Total. 
Pulmonary  ...  26  ...  27  ...  33 

Non-Pulmonary  ...  8  ...  10  ...  18 
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1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 

10. 

11. 

12. 

13. 

14. 

15. 

16. 

17. 

18. 

19. 

20. 
21. 
22. 

23. 

24. 

25. 

26. 

27. 

28. 

29. 

30. 

31. 

32. 

33. 

34. 

35. 

36. 


CAUSES  OF  DEATH  FOR 
All  Causes.  M. 

91 

Typhoid  and  Paratyphoid  Fevers  1 
Measles  ...  ...  ...  ...  — 

Scarlet  Fever  ...  ...  ...  — 

Whooping  Cough  ...  ...  ...  — 
Diphtheria  ...  ...  ...  — 

Influenza  ...  ...  ...  ...  — 

Encephalitis  Lethargica  ...  ...  — 


Cerebro  Spinal  Fever  ...  ...  1 

Respiratory  Tuberculosis  ...  6 

Other  Tuberculosis  ...  ...  — 

Syphilis  ...  ...  ...  ...  — 

General  Paralysis  of  Insane  ...  1 

Cancer  ...  ...  ...  ...  11 

Diabetes  ...  ...  ...  ...  2 

Cerebral  Haemorrhage,  etc.  ...  6 

Heart  Disease  ...  ...  ...  22 

Aneurysm  ...  ...  ...  ...  — 

Other  Circulatory  Diseases  ...  6 

Bronchitis  ...  ...  ...  ...  1 

Pneumonia  ...  ...  ...  ...  3 

Other  Respiratory  Diseases  ...  — 

Peptic  Ulcer  ...  ...  ...  2 

Diarrhoea  >..  ...  ...  ...  — 

Appendicitis  ...  ...  ...  1 

Cirrhosis  of  Liver  .,.  ...  ...  — 

Other  Liver  Diseases  ...  ...  1 

Other  Digestive  Diseases...  ...  2 

Acute  and  Chronic  Nephritis  ...  2 

Puerperal  Sepsis  ...  ....  ...  — 

Other  Puerperal  Causes  ...  ...  — 


Congenital  Debility,  Premature 


Birth,  etc.  ...  ...  ...  1 

Senility  ...  ...  ...  ...  8 

Suicide  ...  ...  ...  ...  — 

Other  violence  ...  ...  ...  3 

Other  defined  causes  ...  ...  6 

Ill-defined  causes  ...  ...  ...  5 


1938. 


F. 

74 


1 

1 

5 

2 


10 

9 

23 

2 

2 

4 

1 

2 


1 

2 

1 

1 

3 

1 

2 

1 


Total 

165 


1 


1 

2 

11 

2 

1 

21 

2 

15 

45 

8 

3 

7 

3 

3 

1 

3 

4 

1 

2 

11 

4 

8 
6 
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FACTORIES,  WORKSHOPS  AND  WORKPLACES. 

1. — Inspections. 


Premises. 

Number  of 

t 

(i) 

Inspections 

(2) 

Written 

Notices 

(3) 

Occupiers 

Prosecuted 

(4) 

FACTORIES  with  mechanical  power  ... 

I 

— 

— 

FACTORIES  without  mechanical  power 

50 

H 

— 

t  OTHER  PREMISES  under  the  Act 
(including  works  of  building  and 
engineering  construction  but  not  in¬ 
cluding  outworkers’  premises). 

f  Electrical  Stations  should  be  reckoned 
as  factories. 

— 

— 

— ~ 

TOTAL 

51 

— 

2.- 

-Defects  found. 

Numb  r  of  Defects. 

Number  of 
offences  in 
respect  of 
which 
Prosecu¬ 
tions  were 
instituted 
(5)' 

Particulars. 

(I) 

Found. 

(21 

Remedied. 

(3) 

Referred 
to  H.M. 
Inspector. 
(4) 

Want  of  cleanliness  (S.  i)  ... 

7 

7 

— 

— 

Overcrowding  (S.  2)... 

1 

1 

I 

— 

Unreasonable  temperature 

(S.  3) 

Inadequate  ventilation  (S.  4) 

2 

2 

— 

_ 

Ineffective  drainage  of  floors 

(S.  6) 

Sanitary  Conveniences  (S- 7) — 
Insufficient  ... 

Unsuitable  or  defective  ... 
Not  separate  for  sexes 

3 

I 

I 

3 

I 

I 

— 

Other  Offences 

(Not  including  offences  re¬ 
lating  to  Home  Work  or 
offences  under  the  Sections 
mentioned  in  the  Schedule 
to  the  Ministry  of  Health 
(Factories  and  Workshops 
Transfer  of  Powers)  Order, 
1921,  and  re-enacted  in  the 
Third  Schedule  to  the  Fac¬ 
tories  Act,  1 937- ) 

% 

TOTAL 

15 

1  l5 

1 

— 
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PORT  OF  MILLOM 


ANNUAL  REPORT 


For  the  Year  ending  31st  December,  1938. 


PORT  OF  MILLOM 

Amount  of  Shipping  entering  the  Port  during  the  Year  1938. 

TABLE  A. 


37 


Number  of 
Vessels 
reported  as 
having  or 
having  had, 

during  the 

voyage 

Infectious 

Disease 

on  board. 

Nil 

Nil 

•  ^  •  rH 

zz 

Nil 

Number 
of  Vessels 
on  which 
Defects 
were 

remedied. 

r—H 

r— f 

1  1 

1 

Number 
Reported 
to  be 

Defective. 

rH 

r-^ 

1  1 

i 

Number  Inspected. 

By  the 
Sanitary 
Inspector. 

10 

o 

r-i 

30 

1 

30 

By  the 
Medical 
Officer 
of 

Health. 

<M 

Tonnage. 

00 

«o 

6148 

19577 

1445 

21022 

Number. 

20 

20 

OO  CO 

CO  1— 1 

81 

C  Steamers  ... 

T7*  •  I  Motor 

FVe.gn  1  Sailing  . 

L  Fishing  . 

Total  Foreign 

f  Steamers 

_ .  •  |  Motor  ...  ...  .  . 

Coastwise  <  c  • 

Sailing  ... 

[  Fishing  ... 

Total  Coastwise 

Total  Foreign  and  Coastwise  101  27170  6  40  1  1  Nil 
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TABLE  B. 

II.— Character  of  Trade  of  Port. 

(a)  There  is  no  passenger  traffic  at  this  Port, 

(b)  Cargo  Traffic. 

The  chief  export  during  the  year  has  been  pig  iron. 
No  cargoes  have  been  imported  from  foreign  ports. 

(c)  Foreign  Ports  from  which  vessels  arrive. 

The  only  foreign  arrivals  were  from  the  following  ports 
in  Eire  : — Dundalk,  Limerick,  Dublin,  Cork,  Skerries, 
Foynes  and  Drogheda. 

III.— Water  Supply. 

( 1 )  The  water  supply  is  from  the  town  supply  and  is 
sufficient  for  all  requirements. 

IV.— Port  Sanitary  Regulations,  1933. 

These  Regulations  are  carried  out  as  previously  re¬ 
ported. 

(d)  Hospital  Accommodation. 

The  temporary  arrangements  whereby  infectious  dis¬ 
eases  from  the  Port  would  be  dealt  with  in  hospitals  of 
adjacent  Authorities  are  still  in  force. 

No  cases  of  Infectious  Diseases  were  reported  during 
the  year. 

V. — Measures  against  Rodents. 

There  has  been  no  evidence  of  rodents  at  the  Port  or 
on  any  vessels. 

VI.— Food  Inspection. 

No  Food  stuffs  are  imported. 

Shell  Fish. 

The  Ministry  of  Health  Order  of  1926  on  the  Duddon 
Estuary  is  as  previously  reported. 

I.  SPEDDING  JONES, 

Medical  Officer  of  Health. 

Council  Offices, 

Millom, 

March,  1939. 
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